From: 

Sent: 

To: 

Subject: 

Attachments: 


Heather_Soler@vwr.com 
Monday, May 01, 2006 11:56 AM 
Hanchett, James (DPH) 

RE: Price Quote 

VBQ2220809_Agilent filamentsJHanchettA26.06.doc 


Hi James, 

I have attached the quote with your updated address. When placing the order, please make sure to ask VWR's Customer 
Service to modify your shipping address accordingly. 

(See attached file: VBQ2220809_Agilent filaments.JHanchett.4.26.06.doc) 

Thanks:) 

Regards, 

Heather Soler 
Territory Manager 
Education & Medical Research 
VWR International 
vm: 800-947-4270, x4555 
fax : (978) 383-0231 
cell: (978) 609-7440 
www.vwr.com 


"Hanchett, James 

(DPH)" To: Heather Soler@vwr.com 

<James.Hanchett@s cc: 

tate.ma.us> Subject: RE: Price Quote 

04/27/2006 12:54 
PM 


Heather, 

Our laboratory is part of the Department of Public Health State Laboratory Institute in Jamaica Plain. Our address 
is: 

Drug Lab, Morrill I Room 253 
Western MA Public Health Center 
181 Stockbridge Road 

l 


Folk OIG PRR 092866 



Amherst, MA 01003 


Our billing address is: 

305 South Street 
Jamaica Plain, MA 02130 
Thank you, Jim 

-Original Message- 

From: Heather Soler@vwr.com [ mailto:Heather Soler@vwr.com 1 
Sent: Wednesday, April 26, 2006 9:49 PM 
To: Hanchett, James (DPH) 

Subject: Re: Price Quote 


Hi James, 

I am not sure if VWR has an account number for the State in Amherst. 

Therefore, I used the account number of the Dept, of Public Health in Jamaica Plains and modified the address. If you 
could e-mail me back you exact street, I can add the correct info into the quote. Also, if you do buy from VWR and don't 
have an account number for your Amherst shipping address, we should set your facility up. Just let me know:) 

I have attached the quote for the filaments below. Please let me know if you have any questions. 

(See attached file: VBQ2220809_Agilent filaments.JHanchett.4.26.06.doc) 

Thanks:) 

Regards, 

Heather Soler 
Territory Manager 
Education & Medical Research 
VWR International 
vm: 800-947-4270, x4555 
fax : (978) 383-0231 
cell: (978) 609-7440 
www.vwr.com 


"Hanchett, James 

(DPH)" To: VWR 

< heather soler@vwr.com > 

<James.Hanchett@s cc: 

tate.ma.us> Subject: Price Quote 


04/25/2006 11:50 
AM 


2 


Folk OIG PRR 092867 





Heather, 

Could you email or fax me a price quote on 10 Agilent Filaments for MSD 5972/5973, part number 05972-60053. 
Please include the State Laboratory Institute discount. Fax number is 413 545 2608. 

Thank you, 

James Hanchett 
Drug laboratory 
Western MA. Public Health Ctr. 

Amherst, MA 01003 
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